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4r the Court at * Whitehall 
Tenth of May, I 67: 2, 


» 


The Kings molt © Exelene icy 


His Highneſs Prince Kupert 
w_ FRY of Canterbury 


+ Mr. Secrecy Tr , 
Mr. Chancellor of the or of the Duichy 
| Maſter of the Ordnance " 
Farl ofCraven Sir Thomas Osborne. , 


as Ordered by His Council, Order this SPENT =Roal 
> we ink le ſje EEE 2 ſeveral 481, conerning : 
Trade, Shipping, and Wn arion, aac S WALKER. _ 


20 ES with the 

PrEee—Þ1/ Wz- Advecf EhePrivy Coun- 
lint __ > - cil ispleaſedto Danend 

; Fe. 'Otder, Tharan AR of Par- 

E liamient, made inthe Parlia- 

=. ment begun; at Weſtmidſer 

$# theFiveand'T wenticth day 

bla. of AprilintheTwelſthYeer 
of His Maj eſtics Reign, A Conferned by the: Par- 
liament, begun at Weſtminſter the Eighth: - 


Mey in the Thirteenth Y ear. of: Hlis Maj 
A Reign, 


Reign, laticuled ,[ An Aa Encour aging and In- 


creafing of Shipping 6 . 45and all che 
Taeecings exeifis; de thereby direfted', Bc to- 
__ | In all che macrers andthings there- 

ontained gipncerning or relating to any Ships 


er$-0r Mariners, their Guns, 
jaf Ammunition, ang. Apparel, Or 
or: Commodities Imported or Bb | 
Ss or the Baltique Sea. 
{ty ety Jeb for further Order, That the 
ſaid Qt, ant EW eedings theveth or thereby 
direted, be forally ſiſþendedin' alt the Matters 
and things therein Containeds:cancerning or reta- 
ring toany Ships or-Veſſels, their Maſters or Ma- 
riners, their Guns, Furfiiture, Tackls; Ammuniti- 
on and Appare;, or to'atty Goods or C ommoditries 
Imported or Expertedo, or from any parts of Ger- 
many, Flanders, or France, whereof the Merchants 
and Oxrners ſhall de Hee Majeſties natural born 


Subjefs.. . 
"Rad His Maj is graciouſly pleaſc <dto Declare 
and Grant, 'T hat not onely His Majeſties natural 
hoen-Subje ects, bur all Merchants. age. 
may — [ Romany Ptrs whatſoever, Hemp, 
Pitch» Larr, Maſts,Salt-peter,and Copper, and up- 
eine rcatianchertof ſhall-be Liable to pay only 
uticsks by che Adbet Tonnage and Pound- 
_ Impoſedupan His: Majeſties natural born 
jects innate - Ady chingiathe ſaid A& 
ro! 25 rrarp.notwit - xr 
3>Baw his othy farther Order, That not- 
dar ry/So ARt for < Onlp and In- 
Fkeofo o #6 Ir Navigation. And one other 
made ifthelaid 'Parliament,. begun ar We$t- 
winder the- Eighth day-ob May in the Thirtcearh 
hrs His Najelties Reign Intituled,;. [ 4n A& 


or 


"© 


any Nation, 


—"—— 


C"— 


[OOR= WG 09 
6568 Evcanr agement of Trae; J of either of them, 
erany late or Cl : Few eg on 
ro ghe-Concrary;. Ir ft ala may be awful fot any 
Englifh Merchants.and they are hereby Authorized 
freely and withour Interruption to uf e of;and 

Imploy any Foreign Ships, or Veſſels whatſoever ; 
Nypigat ed by Mariners, or Seamen. of any Nation, 
for*(mportings 91 Exporting of all 'Goods and 

Commodities, to or frotmany Port in England or 
Wales, or to or from any of His Majdſtics Planta- 
tions, they paying only the, aforeſaid Duties Im- 
poſed upon His Majeſties natural bort SubjeRts, as 
for Goods Pxporred in Engliſh-built Bottoms, and 
no other, + | | 

Provided , That no Godds or Commodities 
whatſoever, be by them Imported into any of His 
Majeſties ſaid Plantations, but what ſhall be with- 
out fraud-Ladenz and Shipped in England or Wales, 
and thence directly carried, and from no othcr 
Place to His Majeſties ſaid Plantations. 

Provided alſes That fuch Goods and Commo- 
dities as ſhall be by them Laden andtaken on 
Board at His Majeſties ſaid Plantations, or any of 
them, be _— dire&tly from thence to ſame of 
His Majeſties faid Ports in England br Wales; And 
all Governours and Officers of the Cuſtoms, are 
hereby Charged, and required ſtriQly to obſerve 
all Rules, DireRions , and Orders for taking of 


| Bonds or other Securities » and exacting all For- 


feirures and Penalties by the ſaid Atts , of either 
of them required or enjoyned, ſave only in the' 
two Clauſes concerning Engliſh Ships, and Engliſs 
Mariners herein before Diſ penſed with. 

And laſtly His Majeſty doth Declare, Thar this 
ſhall continue and be in force during His Majeſties 


pleaſure : And when His Majeſty ſhall chiok fir 


co 


FORO. ? 

to Determine the Difpenſation hertby Granted , 
He will. by His Royal” Proclaniztion give Six 
Moneths notice thereof, ' to the endo Merthanr 
or. other Perſon herein” concerne# may be ſar- 


bene... | Jos 
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